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DRAWN FOR CA-12 PRE-AMP. 

PARTS FOR CA-6 Sc CA-9 ON PAGE 2. 



2/12/96 ADDED CONNECTION BETWEEN R40/R42 AND Q6 COLLECTOR. 
2/21/96 D4, D24, R12, R61 ADDED TO CA6, CA9 VIA ECO'S 1068,1120 

2/21/96 CHANGED R101, R102, R8, R9, R1-R4 VIA ECO #'S 1069,1070,1071 
5/8/96 CHANGED R68 TO 332K 

05/29/96 MODIFIED OTA CKT, ADDED Q22. 
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WIRE 13 1 

CA6,9,12 WIRE SET PREAMP TO INP 



C A 6 ,9, 1 2 WIRE SET PREAMP TO OUT 
WIRE132 




ALTERNATE 


PARTS FOR C/ 


,9 


ALTERNATE 


PARTS FOR 0/ 


R6809 

-WV- 

100K 

CA9 


R8209 

WV 

220 

CA9 




R6806 

-AA/V- 

100K 

CA6 


R8206 

WV 

220 

CA6 


R3709 

-wv- 

475 

CA9 


R9609 

WV 

220 

CA9 




R3706 

WV 

232 

CA6 


R9606 

WV 

220 

CA6 


R1209 

-WV- 

26K7 

CA9 


R6109 

-vw- 

26K7 

CA9 




R1206 

-Wv- 

57K6 

CA6 


R6106 

-Wv- 

57K6 

CA6 



TL1 TL2 




SCR1 

SCREW, 6-32 X 5/8, SEMS PHILIPS 
PREAMP TO OUTPUT MODULE SCREW 




SCR2 

SCREW, 6-32 X 5/8, SEMS PHILIPS 
PREAMP TO OUTPUT MODULE SCREW 
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ca6,9 
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